/ Ua*uLe4U&i Jlodc^e 

and, ^bi+tUuf Roam 

402 W. Santa Fe Ave. (U. S. 66) 
FLAGSTAFF, ARIZONA 
Phone: 229 

23 fully modern, carpeted, units each with com- 
bination tub and shower. Garages. Automatic 
controlled heat. 
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'Uatul&iue'i JHacLc^e & ^bUUtuf. Roam 

402 W. Santa Fe Ave. (U.S. 66) 
Flagstaff, Arizona 


ended by Duncan Hines in w Lodging for a Night” 
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